Quote  For: 

City  of  Bradbury 
2  Covert  Cube  Installations 


Quoted  By: 

Vigilant  Solutions,  LLC 
Greg  Mills 


Date:  09-07-18 


Be  Smart.  Be  Safe.  Be  Vigilant. 


^/viGitANrr 

3  Q  L  U  T  a  O  N  13 

Vigilant  Solutions,  LLC 

1152  Stealth  Street 

Livermore,  California  94551 
(P)  858-287-0067 

Be  smart.  Be  safe. 
Be  Vigilant. 

Attention: 

City  of  Bradbury 

Date 

9/7/2018 

Project  Name: 

2  Covert  Cube  Installations 

Quote  Number: 

GSM-0906-01 

PROJECT  QUOTATION 


We  at  Vigilant  Solutions  are  pleased  to  quote  the  following  systems  for  the  above  referenced  project: 


Qty 

Item  # 

Description 

(2) 

Installation 

Installation  of  Covert  Cube  at  Location 

•  Mobilize  to  site. 

•  Furnish  and  install  conduit,  conductors  and  pull  boxes. 

•  Furnish  and  install  two  (2)  type  one  enclosures. 

•  Install  Vigilant  supplied  cameras  and  test  for  proper  operation. 

Subtotal  Price  (Excluding  sales  tax) 

$9,225.00 

Quote  Notes: 

1.  All  prices  are  quoted  in  USD  and  will  remain  firm  and  in  effect  for  60  days. 

2.  Orders  requiring  immediate  shipment  may  be  subject  to  a  15%  QuickShip  fee. 

3.  No  permits,  start-up,  installation,  and  or  service  included  in  this  proposal  unless  explicitly  stated  above. 

4.  Compliance  to  local  codes  neither  guaranteed  nor  implied. 

5.  This  Quote  is  provided  per  our  conversation  &  details  given  by  you  -  not  in  accordance  to  any  written 
specification. 

6.  This  Quote  does  not  include  anything  outside  the  above  stated  bill  of  materials. 

7.  Quote  assumes  120  constant  power  is  easily  accessible. 

8.  Quote  assumes  network  is  easily  accessible  or  Sims  cards  will  be  furnished  by  customer. 

9.  Work  performed  between  8-5  M-F. 

10.  Price  assumes  there  is  available  conduit  space  to  run  cables  and  conductors. 

11.  Any  drawings  required  will  be  additional  and  quoted  upon  request. 

12.  Permits  and  any  related  costs  are  the  responsibility  of  the  customer. 


Quoted  by:  Greg  Mills  -  858-287-0067  -  greg.mills@vigilantsolutions.com 


Total  Price  (Excluding  sales  tax) 


$9,225.00 
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